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P-5-BLANDFORD  CHURCH 
PETERSBURG,  VIRGINIA  £ 
This  Colonial  church,  constructed  in  1735-37,  ° 
has  been  restored  as  a  Confederate  Memorial  ^ 
Chapel.  In  the  adjacent  cemetery,  which  dates 
from  1702,  are  buried  veterans  of  eight  wars,  < 
including  thousands  of  Confederates  killed  dur-  „" 
ing  the  Siege  of  Petersburg. 


